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CHANGES IN BULLETIN 167, ISSUE 1 
DESCRIPTION AND ADJUSTMENTS 


‘TAPE PERFORATOR 
(5 utr) 


Page LL 
PUNCH MAGNET YOKE CONTACT SPRING ADJUSTMENT (Figure 18) 


ann, Clgeranoe resirenant in Paragraph (b) 
‘to read .020" to .030" instead of .015" to .020 


REPEAT RELAY ADJUSTMENTS (Figure 19) 
Change the clearance requirenent in Paragraph (b) 
to read .015" to .018" instead of 012" to .015", 
Change the spring tension requirement in i (c) 
to read "2-1/1; to 3 oss." instead of "1-1/2 to 1-3/ ons." 


Change the spring tension requirement in Paragraph (a) 
to read "1-3/h to 2 ozs." instead of "1 to 1-1/2 oss." 


